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BILL NO. S-79-04-^ 

SPECIAL ORDINANCE NO. S~_ Lhll 

AN ORDINANCE approving City Utilities 
Purchase Order No. 001015 with American 
Darling for equipment for the Water 
Maintenance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. That City Utilities Purchase Order No. 001015, dated 
April 10, 1979, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and American Darling, 
for: 

Butterfly Valves, Gaskets, Bolts and Glands for use by 
Water Maintenance & Service Department in the Water 
Distribution System, 

at a cost of $11,745.00, all as more particularly set forth in said Purchase 
Order, which is on file in the Office of the Department of Purchasinq and is 
by reference incorporated herein and made a part hereof, be and the same is 
in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be effective upon passage 
and approval by the Mayor. 



APPROVED ftSTOFORM 








Read the first time in full and on motion by 7-3* ^ , seconded' by 

, and duly adopted, read the second time by title and referred to the 

Committee on_(ancT t fr e CH ^fev-Rl axi. Commissio n for 

ije Council Chambers, 
d ay 

of -- 


recommendation)'"and Public. Hearing ro be held after due legal n~ 


City-Cerqfrfc y Build4 trq- hurt Wayne, Indiana, on 
I> hJ , at 


DATE: 


-/y 


o'clock 


irrr.s.i. 


Read the third time in full^and on motion by 




seconded by __X, 

PASSED (d^£) by the following vote: 

AYES NAYS 


_, and duly adopted, placed on its passage. 


TOTAL VOTES 

BURNS 

HINGA 

HUNTER 

MOSES 

NUCKOLS 

SCHMIDT, D. 

SCHMIDT, V. 
STIER 
TALARICO 
DATE: 


L/ 

l/ 

y/ 


1/ 


ABSENT TO-HIT: 


IX 


(/ 

■^5 z-±±zZ2. 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(zof t - PH Q -ti A P -) —— vmrmmi) (special) (app ropriation) ordinance 

(R6SQttFff0ff) No J ^~ on the c ^~^^X-day of , 19 

ATTEST: fSEAlT" 7 / ' 

■ (\—C 



.... CITY CLERK ' / PRESIDING OFFICER 

Presented b’y me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of.; . _ . >19. at the hour of /^/l^^o'clock ; !L , E.S.T. 


’ CITY CLERK” 

Approved and signed by me this / _day of _, 19 


at the hour of 






























































































S-79-04-23 


We - 3 your Committee on 


REPORT OF THE COMMITTEE ON 
City Utilities 


CITY UTILITIES 


to whom was referred an Ordinance 


approving City Utilities Purchase Order No. 001015 with American 
Darling for equipment for the Water Maintenance & Service Department 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 


PAUL M. BURNS - CHAIRMAN 

/ yC/ Ly 








SAMUEL J. TALARICO - VICE CHAIR 


VIVIAN G. SCHMIDT 


DONALD J. SCHMIDT 


JAMES S. STIER 


DATE_ 


'77 



CONCURRED IN 


AM CJ7Y CLERK 






























Memorandum 


O' 


G 


n‘h° h . 

From_ 

Subject 


COPIES TO: 


P. Wehrenberg, Board of Works 


Ruth Winget, Purchasing Department 


Quote $0188 Butterfly Valves 


D, t . April 10, 1979 


E. A. Stanczak Jr. 
J. Mo ra n 
N. Nagel 


Herewith are Quotes (Quote #0188) relating to Purchase Order 
No. 1015 which is prepared favoring American Darling for (4) 24", 

(2) 16", (1) 20" Butterfly Valves for Water Maintenance & Service Depart¬ 
ment. 


The attached 4/10/79 memorandum endorsed by the Chief Water Engineer 
explains the reason for favoring American Dariing for Seven (7) Butterfly 
Valves. 


Attached are the following documents in support of recommendation 
for acceptance of American Darling. 

1. Copy of Tabulation Sheet. 

2. Copy of All Vendor's Quotes. . 

3. Purchase Order No. 1015. 

4. Copy of Don Fohand's memorandum. 

It is urged that in referring this quote to the City Council for. 
enactment of an ordinance, that all of the attached items, together with 
this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number is given 
to American Darling until evidence of Council approval is furnished to 
the Purchasing Department. 













Tabulation of Em QUOTE 

Bid Reference No.: 0188 

Ciosinq Date April 3, 1979 

Water Maintenance & Service 

4 each 

24" Butterflv Valves 

2 each 

1-6" Butterflv Valves 

t each 

20" Butterflv Valves 

Total 




American Dari Ing 

yY 

$2,115.00/each 

Tl. (4) $8,460.00 

$935.00/each 

Tl. (2) $1,870.00 

$1,415.00/each 

// 

Treaty Company 

$2,376.00/each 

Tl. (4) $9,504.00 

$991.10/each 

Tu i 2) ^ 982 fwa 

$1,598.50/each 

/3, a by. zz. 

Kennedy Valve Mfg. 

^ i 

$2,608.20/each 

Tl . (4) $10,432.80 ] 

$1,109.78/each 

Tl. (2) $2,219.56 

$1,795.65/each 

YYt. ZL. 

V.R. Myers Pump 

r>v-& 

$2,613.00/each ■ 

Tl. (4) $10,452.00 

$ 1,197.00/each 

Tl. (2) $2,394.00 

$1,773.00/each 


Underground Pipe & Valve .. 

CJ -Y f 

$2,815.00/each 

Tl. (4) $11,260.00 

$1,353.00/each 

Tl. (2) $2,706.00 

$2,037.00/each 

/i f a o 3. 

Water Works Supplies d „ ., 

r y.X 

$3,030.00/each 

Tl. (4) $12,120.00 

$995.00/each 

Tl. (2) $1,990.00 

$1,635.00/each 


Dresser Manufacturing n 

ty° 

$2,133.00/each 

Tl. (4) 8,532.00 

$907.00/each 

Tl. (2) $1,814.00 

$1,431.00/each 

//, 7 77. YS. 



























BP-9-68 


CITY OF FORT WAYNE 
DEPARTMENT’OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 



Datg — March 22, 1979 _. Request for 'Quotation No. 0188 

To be considered your quotation must be received by 3rd. m V" April' 1979 

To * 

American Darling 
P.0. Box 2727. 

Birmingham, Alabama 35202 


Quantity 

Unit 

"Unit-- 

Price 

‘Trade 1 ' 7 

Disc. Extensior 

4 

each 

24" Butterfly Valves, M.J. Open Right 
w/lead tip gaskets, bolts and glands 

2115.00 

0 % 

8460.00 

2 

each 

16" Butterfly Valves, M.J. Open Right 
w/iead tip gaskets, bolts and glands 

935.00 

0 % 

1870.00 

1 

each 

24" x 2"-M.J. Tapped Plug 




1 

each 

20 v Butterfly Valve, M.J. Open Right 
w/lead tip gaskets, bolts and glands 

1415.0 

0 0 %. 

1415.00 

2 

each 

20" Duo Purpose Solid Sleeves w/bol+s, gaskets 
and glands • Range 21.60-22.06 








7 

each 

24" Duo Solid Sleeves, w/gaskets bolts and 
glands, C.0. Pipe Range 25.80-26.32 




4 






Mark Quotation Envelope, 

"Quote No’. 0188 Due Date 4 / 3/79 M 





Following Must Be Complete 
Terns: Net 3° days 

r,0.3. - Indicate Which of Following (Check) 


Signed; 

Date; 



1/96/7Q 


Destination: 


Shipping Point 
Freight Allowed: xxx 


Shipping Point: 

Shipping Schedule: 2 — 6 weeks- 

Shipping Weight: Butterfly valves-7705# (Approx.) 

































CITY OF tFOP.Tf WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date 


March 22, 1979 


. Request for Quotation No. 0186 

To be considered your quotation must be received by 3rd, Apri 1 1979 

To: 

Treaty Co. 

4020 N. Wei is St. 

Ft. Wayne, Ind. 46808 , ■ ' 


Quantity Unit 


“UHTF" 


each 

each 


IMP 
• Di(/D 
Dm 
dm 


24" Butterfly Valves, M.J. -Open Right 
w/Iead tip gaskets, bolts and glands 
ti UlxjlsM-S 

16" Butterfly Valves, M.J. Open Right 
vi /! 03 d tip gaskets, bolts and glands 

-SYocicl 

24" x 2" M.J. Tappe^d Plug 

// 

20' J Butterfly Valve, M.J. Open Right 
w/lead tip gaskets, bolts and glands 
/4CMr./L 

20 !i Duo Purpose Solid Sleeves w/boiis, gaskets 
and glands Range 21.60-22.06 'Stvifr Iffe-* . 

( 

24* Duo Solid Sleeves, w/gaskets bolts and rfffi 

glands, C.0. Pipe Range 25.80-26.32 9>f(jUc ' 


•lark Quotation Envelops, ' ‘ 

"Quote Ho'. QT88 Due Date 4/5/79 


“'TraSs““ r ^7 

Disc. .Extension 


W* 

3/1* 

IS#* 

„ 93 

M 1 * 


9SD/“ 

3 / 7 ^ 

3t>3 9 * 


Vi 




Foilowing Must Be Comp 1ete 

T eras'. 3d 


7^2J3&2l 


a^ytfGj 


- indicate Which of Following (Check) 

Destination: ■ 

Shipping Point 
Freight Allowed: _ 


Shipping Pointy_ t 

Snipping Schedule: 

'.hipping Weight:.....;_ 


S igned r 
ter • 






.0 

km: 


h/s Ye. 


Rutj/ W ingot - Buyer 









































CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 

quotation dep_t. 

Date March 22 > 1979 _Request for Quotation No. 0188 

To be considered your quotation must be received by 3rd. M. April 1979 

To: Kennedy Valve Mfg.' Co 

1421 E. Water Street 
Elmira, New York 14902 


received 

MAR2G 1979 


Quantity 

Unit 

Unit 

Price 

Trade 

Disc. Extensior 

4 

each 

24" Butterfly Valves, M.J. Open Right 






w/lead tip gaskets, bolts and glands 

?2,608.20 

L.0000 

$10,432.80 

2 

each 

16" Butterfly Valves, M.J. Open Right 






w/Iead tip gaskets, bolts and glands 

?1,109.78 

L,0000 

$ 2,219.56 

1 

each 

24" x 2" M.J. Tapped Plug 

NO BID 


•NO BID 

1 

each 

20 y Butterfly Valve, M.J. Open Right 






w/lead tip gaskets, bolts and glands 

51,795.65 

L.0000 

$ 1,795.65 

2 

each 

20" Duo Purpose Solid Sleeves w/bolts, gaskets 






and glands • Range 21.60-22.06 

NO BID 


NO BID 

2 

each 

24" Duo Solid Sleeves, w/gaskets bolts and 






glands, C.O. Pipe Range 25.80-26.32 

NO BID 


NO BID 



Mark Quotation Envelope, ' ' 






"Quote No’. 0188 Due Date 4/3/79 " 











Following Must Be Complete 
Terns: 2 % - 10 Days - net 30 days 
F.0.3. - Indicate Which of Following (Check) 


XT) ith caUryjL lOudfofi 

Signed: Michaelene Weiskopf, Oust, Se rv 

Dsts: ~March 27, 1979 Correspondent 


Destination: XX 


Shipping Point 
Freight AI lowed: _ 

Shipping Point: ____ 

Shipping Schedule: Complete wit hin 14-16 weeks AR0 
Shipping Weight: 6,326 _ 


Rutj-i Winget - Buyer 


7 

































CITY OP FORT WAYNE 
DEPARTMENT OF > PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 22, 1979 _ . Request for Quotation No. 0188 

To be considered your quotation must be received by 3rd. M. April __197g_ 

To: 

V. R. Myers Pump 

3427 North Clinton Street 

Fort Wayne, Indiana 46805 


Quantity 

Unit 


Unit 

Price 

trade 

Disc. Extensicr 

4 

2 

each 

each 

/3zve#/k'9sJ 

24" Butterfly Valves, M.J. Open Right 
w/lead tip gaskets, bolts and glands / 

16" Butterfly Valves, M.J. Open Right j 

w/lead tip gaskets, bolts and glands j' 

Z6 / 3 - 

//&* 

Ttet 

[ 

737/7 

1 

each 

24" x 2" M.J. Tapped Plug 

,3a3& 


3oZ& 

1 

each 

20 u Butterfly Valve, M.J. Open Right /*}#>€&>*■*** 
w/lead tip gaskets, bolts and glands -h/77.o6 

//73- 

?^X 

/ 773-3 

2 

each 

20" Duo Purpose Sol id Sleeves w/bolts, gaskets 
and glands • Range 21.60-22.06 SAse.^es X ^ 

3&7?~ 


Y7X 

2 

each 

24" Duo Solid Sleeves, w/gaskets bolts and 

glands, C.0. Pipe Range 25.80-26.32 ^Lee.\t£s-K Y2-/* 


I 



a 

SP&/A-A Afe/eo/J So/p/SAeeveS * 






/zWa-a/szS. j'/eAi or / S/z<r /&?/*.'<??: //?• 





& 

Spec/s/t fk'/c^s Specs' asJ /i'toffjeqA 






. OsjY y. 

Mark Quotation Envef opa^ Y-c-jc- 
"Quote No'. ..01.88. Due Date 4/3/79 " A**-**- <? CA-i— 







/M' 

7777777 


Foi l ow ino Must Be Compiete 

Terns: A/?-/ 

r.0.3. - indicate Which of Following (Check) 

Destination: 

Shipping Point 
Freight Ailowed: 


Shipping Point: ___ 

Shipping Schedule: /o /A 

Shipping Weight: _ 







































CITY OF FORT WAYNE 
DEPARTMENT OF* PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 22, 1979 _. Request for .Quotation Ho. 0188 

To be considered your quotation must be received by 3rd. M. April _^1979_ 


Underground Pipe & Valve, Inc. 
P. 0. Box 50$ 

5e uii'hi ' [E(ir )id^+4-i4d+ , frft^~+~t4fe6j-Th South Bend, IN 46624 


Quantity 

Unit 



Unit 

Price 

Trade 

Disc. 

Extension 

4 

each 

24" Butterfly Valves, M.J. Open Right 
w/lead tip gaskets, bolts and glands 


2&L5.00 


11,260.00 

2 

each 

16" Butterfly Valves, M.J. Open Right 
w/lead tip gaskets, bolts and glands 


1353;00 


2,706.00 

1 

each 

24" x 2" M.J. Tapped Plug 


310.00 


310.00 

1 

each 

20 y Butterfly Valve, M.J. Open Right 
w/lead tip gaskets, bolts and glands . 


2037.00 


2,037.00 

2 

each 

20" Duo Purpose Solid Sleeves w/bolts, 
and glands • Range 21.60-22.06 * 

gaskets 

350.00 


.700.00 

2 

each 

24" Duo Solid Sleeves, w/gaskets bolts 
glands, C.O. Pipe Range 25.80-26.32 * 

and 

475.00 


950.00 



* one end AB - other end bored CD 
sleeve is 9s-" long. 



17,963.00 



Mark Quotation Envelope, 

"Quote No'. 0188 Due Date 4/3/79 " 






Following Must Be Complete 


!erns: Net. 3Q.days . 

r.O.B. - Indicate.Which of Following (Check) 


Destination:_ R ECE1VED 

Shipping Point PURCHASING DEPT. 

Freight Allowed: X 


Shipping Point: _ MAR 30 1979 

Schedule: l6 to 20 .. 

'7j8>yili)jljjl2ilj2j3|4jOi6 

Weight: __ ^ 


Signed:^] 

U* d?JI C. 

Date: _ 1 

March 2#.. l( 

!/ 

970 . 



ft '/(. .'7^~ 

Rutj( Win 

get - Buyer 

7 






























CITY OF FORTV vJ 
DEPARTMENT OF PURCHASES 




One Main Street 
Fort Wayne, Indiana 46802 


Date March 22, 1979 . Request for Quotation No, 0188 

To be considered your quotation must be received by 3rd. M, April _ 3-97 9 , 

To:' Water Works Supplies 
P.0. Box 29100 
Cumberland, Indiana 46229 


—-— ■ Unit Trade *~"~7 

Quantity Unit price Disc. Exten3 1or. 

/£-, /<? o 

I °l 1 o ^ 

> n,rir 

/> 3 or, ^ 

(j 9 3, 2 


/2 

FoI 1owi nq Must Be Complete 
Terns : /VCT* / 6® - 

r.O.B. - Indicate Which of Following (Check) 

Destination: _ 

Shipping Point 
Freight Allowed: r 

Shipping Point: _ 

Ihippir.g Schedule: ( 0 " U}fcS 

Shipping Weight: __ 


Signed: 

Date: 

b 

'i 

'U ——' 

J 


- 79 




Rutj.( Winget - 

■ Buyer J 


4 . 

each 

24" Butterfly Valves, M.J. Open Right 
w/lead tip gaskets, bolts and glands 

3,° 3o°' 


2 

1 

each 

each 

16" Butterfly Valves, M.J. Open Right 
w/lead tip gaskets, bolts and glands 

24" x 2" M.J. Tapped Plug 

Xnnt 


1 

each 

20 y Butterfly Valve, M.J. Open Right 
w/lead tip gaskets, bolts and glands 

/i3S, £jL 


2 

each 

20" Duo Purpose Solid Sleeves w/bolts, gaskets 
and glands • Range 21.60-22.06 

‘-ink'll 


2 

each 

24" Duo Solid Sleeves, w/gaskets bolts and 
glands, C.O. Pipe Range 25.80-26.32 

£*3 




Mark Quotation Envelope, 

"Quote No'. 0188 Due Date 4/3/79 " 



































DEPARTMENT- OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46SO2 


Date March 22, 1979 _. Request for Quotation No. 0168 

To be considered your quotation must be received by _ 3rd. M. Apr? I 1979 

V I 

TO: Dresser Manufacturing Division 

Dresser Industries, Inc. ' 

Bradford, PA. Anniston, AL j 

Attn: Tom Clark { 


aantity Unit 


4 

each 

24" Butterfly Valves, M.J. Open Right 
w/iead tip gaskets, bolts and glands 

Z'/SS.rf 

Mer 

.2 

each 

16" Butterfly Valves, M.J. Open Right 
w/Iead tip gaskets, bolts and glands 


/Mr 

1 

each 

24" x 2" M.J. Tapped Plug 



i 

each 

20" Butterfly Valve, M.J. Open Right 
w/lead tip gaskets, bolts and glands 

/s/j/.td 

/Mr 

2 

each 

20" Duo Purpose. Solid Sleeves w/bolts, gaskets 
and glands • Range 21.60-22.06 



2 

each 

24" Duo Solid Sleeves, w/gaskets bolts and 
glands, C-0. Pipe Range 25.80-26.32 





Mark Quotation Envelope, 

"Quote No. 0188 Due Date 4/3/79 *’ 




/</Ur. 


iLm, 


Foilew?no Must Ba Complete 

eras: 

.0.3. - !ndicate V/hIch of Following (Check) 

Dest i na t i on:___ 

Shipping Point 
Freight Allowed: A 


Shipping Point: _ 

nipping Schedule: 

nipping Weight: ‘v^~ r 


Signed; /' 


■ / y } - . 

7-fW cY: -A . I'U'S-nL*'*(.■*/' 


Rutja Winget - Buyer J 



































■ ‘ Butterfly Valves shall be manufactured to conform in all respects to the 
latest revisions of the American Water 'Corks Association Standards, designation 
0504, and coated inside and outside with standard bitumastic coating for water 
mains. The body, disc, shaft, seats, bearings and operators shall he designed, 
based on Class 150B and shall be of the short or long body type. The seat-ring 
shall be made of rubber and located in the body of the valve. The shaft' nay be 
of the through type or stub type and shall be marked on the end to indicate the 
position of. the valve disc with respect to the shaft. 

The valve disc shall be of the corrosion-resistant alloy cast iron. The 
valves shall be. equipped with a stainless steel stop in the body to prevent the 
disc from rotating through the closed position. The shaft seals shall be of the 
"split-V* or "Chevron" type. The operator shall be permanently lubricated and 
sealed for buried service and shall be equipped with k two (2") inch square 
operating nut. The operator shall be constructed such that the valve will open, 
when the nut is turned to the right or in a clock-wise direction. Operators for 
sixteen (16") inch valves may be of the traveling-nut or worm gear type. 

Operators for twenty-four (24") inch valves shall be of the worm gear-type. A 
"Positive Additive Stop" may be included if required by the owner as an. alternate 
and mounted on top of the gear reducer, prior to any mechanical advantage produced 
by the gear reducer, limiting the input to the gear reducer to 1,500 foot-pounds. 

All screws, bolts, and/or nuts used in the assembly of the valve and exposed 
to the soil, when buried, shall be made of an acceptable corrosion resistant material. 

In addition to the above, all butterfly valves shall be equipped with flanged 
ends and each complete valve shall be supplied with two (2) flange to mechanical 
joint adapters, including all necessary gaskets and corrosion-resistant bolts and, 
nuts for both the flanged joints and the mechanical joints. 

NOTE TO PURCHASING DEPT ; The following brands of. butterfly valves have been . - 

accepted for use in connection with the installation of water mains, and are 
the only ones for which bids are to be received and considered'. 

CLOW 

AMERICAN-DARLING ■ 

PRATT 

KENNEDY 


Prepared by: 

Water Engineering Dept. 
9-14-77 



^ ©DTTvf ®F tFODGBT TOTOd 

CITY UTILITflES 

DEPARTMENT OF PURCHASFS 
CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE .INDIANA 46802 

r n 

American Darling 
P.0. Box 2727 

Birmingham, Alabama 35202 

L_ _J 

Vendor No. 7801-01 



This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


r** at e* April 10. 1979 


SHIP TO — 

Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


Dept. No. 22 


MAIL ALL INVOICES TO - 
CITY UTILITIES 
GENERAL ACCOUNTING 
4ih F'.OOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD' OF ACCOUNTS 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


BY. 


CONDITIONS 


REVERSE 




















Date_ P*\ ryj-sTp* .. 


Please order the follovring Material for Delivery as Specified: 
To be delivered to T, rS-.\ > JUmp v > —„ p .*? 7 ... U . ^ 

(5 . 1' H <%. VyO 1 


_ /-) . 

City Utilities 

y •' U i A- -?-d ^ (-1/ 7 

UlSiTION ! q r f 

fOc ^jCa^J cfS~ 

u- //? (j 


PURCHASE REQl 


Jteci. No-U. 


m3- 


On or before_ 


; A - . . 


_P. O. No.-. /j2ZAz_. 


QUANTITY 

DESCRIPTION // , ,U -’-Vb' 

iJ^° : 

DEPARTMENT 
ESTIMATED 0081 


- —- - - ^ 7 -— ■ gjS! 

7WW7&7 

C 

V 7 


■» t/4^ -A u-v- ^ u- u *■ V -. ^ -~u~ -c^u .* > a - 





7 ■ - - U 

7-met‘/z 

•mjLzi 

v c 



/ 

J 


, ^ 

^ASv. VrvVo,Nc t O\ 7S, v tly.:, r . ry-77 v y 





(,lu. -A 1 : ,7,\. '■* -• V : i .1 Ml. Jp ^/4 





- - • CtesaP 

/ 




4 

7/ ?'/-- 





‘ V 




*£aSt 



y y 

.Up, ^ •7f, 



z& 

REMARKS: 

, i ■—■ ~ & -mUc/IV, < l ^ 




7 ioLuiL 

<-*. , t ' -^7 r sir. <• -J, ■?■ ’, /(r (L-m. 

sSs Sc.£d£ 


:~nJ 


am nazstmiy for itsck or ass is «K* department. 

■ V^ frAlmyb b'b U,/,v - _ 

Q D«pf. Hsad 


. ,s- U-p 


7Ur 


















































Memorandum 

Ruth Winget, Purchasing 4/10/79 


From D - *-• Poland, Water Engineering 


Award of Order for Valves, Plug and Sleeves, Bid Ref. #0188 
Subject_ ; _ 


COPIES TO: 

Water Maint. 


Per our discussion of Monday, April 9, and the copies and tabulation 
of bid on the above item, received on April 3, I have discussed bids 
with Norb Nagle of Water Maintenance as well as having reviewed 
them myself. In my review I find that all bids are submitted 
satisfactorily and extensions on the bids and tabulations are correct... 
the only problem I found was that certain suppliers did not provide 
information as to the specific type or manufacturer of materials. As 
a consequence, it was necessary for Mr. Nagle to contact particularly 
the low bidders (Treaty Company) to determine this information. 

In discussing Mr. Nagle's findings on the materials we have concluded 
that the bids should be split and that the American Cast Iron Pipe 
Company be awarded an order to supply the 7 butterfly valves (4-24" 

1-20" and 2-16") at a total bid of $11,745.00 and a delivery of 2-6 
weeks after receipt of order. The next low bidder was Dresser 
Manufacturing at $11,777.00 with a delivery of 45 days after receipt 
of order. The remaining 5 bidders for butterfly valves had bids 
ranging from $13,084.70 to $16,003.00, and deliveries ranging from 
4 weeks to 20 weeks. The American-Darling Valves meet our specifications 
and we already have a quantity of them in our distribution system. 


Regarding the plug and sleeves. Treaty Co., was the low bidder at a 
total of $1,132.50; however, the sleeve quoted (per contact by 
Mr. Nagle) is for a steel sleeve rather than a cast-iron sleeve. 

These sleeves will be used with cast-iron pipe and buried, therefore- 
creating a potential corrosion problem from the standpoint of 
dissimilar metals as well as the fact that they will be buried. 

! V. R. Meyers Pump was the second bidder for these items at $1,870.40 
• However, their bid indicates the sleeves bid does not have a diameter 
I range of use capability as requested in the bid, which is necessary 

for the use of these sleeves in installing valves in extremely old mains. 
Underground Pipe and Valve has provided a bid for satisfactory materials 
of this nature, made of cast-iron and having the pipe diameter ranges 
required at a bid of $1,960.00. The fourth, and remaining bidder, 
for the plug and sleeves, was Waterworks Supply at $2,225.27. Based 
upon the above data, regarding the plugs and sleeves, I recommend that 
.an order be placed with Underground Pipe and Valve for these items. 

D. L. Foland, P. E. .. 

Chief Water Engineer It .Q 5 s ] 
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TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. 001015 - AMERICAN 
, —--—*---— BARLING ' 


DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS d' ~7 ^—£ 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 001015 - AMERICAN DARLING FOR BUTTERFLY 


VALVES, GASKETS, BOLTS AND GLANDS FOR USE BY WATER MAINTENANCE & SERVICE DEPARTMENT IN TflE 


WATER DISTRIBUTION SYSTEM, IN AMOUNT OF $11,745.00 





(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


EFFECT OF PASSAGE REPLENISH SUPPLIES NEED FOR WATER MAIN REPAIR AND MAINTENANCE OF OLD WATER 
MATNS . , . 


EFFECT OF NON-PASSAGE UNABLE TO CONTINUE WATER MIN & PIPE REPAIR AS.NECESSARY 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $11,745.00 FROM WATER UTILITY 


ASSIGNED TO COMMITTEE 































